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31st May , 1958 , 
No. F .24-89 / 58 - PH , dated the 3rd 
June, 1958 


59 


Ministry of Health 


Import Policy for Copra or Coconut 

Kernel during April - September , 1958 . 
Application of sub -section (2 ) of section 

5 of the Commissions of Inquiry 
Act , 1952 , to the Commląglon of Inquiry 
appointed by the Notification No . F . 24 

83 / 58 -PH , dated 23rd May, 1938 . 
Import of Machine Tools under U .S . Export 
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Ministry of Commeice and Industry 


No . 51- ITC (PN )/ 58 , dated the 4th 

Junc, 1958 . 
No . 52 -ITC (PN )/ 58 , dated the 4th 

Junc , 1958 . 


Ditto 


Copies of the Gazettos oxtraordinary mentioned above will be supplied on Indent to the Manager of Publicadona , 
Civil Lines , Delhi. Indents should be submitted so as to reach the Manager within ten days of the date of luxue of 
thesc Gazettes . 
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PART I - Section 1 
Notifications relating to Non - Statutory Rules . Regulations and Orders and Resolutions issued 
by the Ministries of the Government of India ( other than the Ministry of Defence ) and by 

the Supreme Court 


Governtnent of India in the Ministry of Commerce & Industry 
No. 8 ( 13 ) - TMP / 56 , dated the 23rd August 1956 , vice Shri G . 
V . Nath resigncd . 

T . S . KUNCHITHAPATHAM , Under Secy . 


MINISTRY OF EXTERNAL AFFAIRS 

New Delhi, the 90th May 1958 
No . 807 - FSP / 58 . - On transfer to Geneva ag Consul-General , 
Shri D . N . Chatterjee , I. F . S ., Deputy High Commissloner for 
India in Pakistan at Karachi relinquished charge of his post in 
the High Commission of India , Karachi, on thc forenoon of the 
11th May, 1958 . 

K . P , S , MENON , Under Secy . 


MINISTRY OF COMMERCE & INDUSTRY 

New Delhi, the 10th Juno 1958 
No , 7 ( 24 ) - TMP /67. - In pursuance of rule 118 road with rulo 
116 of thc Trade Marks Rules, 1942 , the Central Government 
hereby appoints, on the recommendation of the Bengal Chamber 
of Commerce and Industry , Calcutta , Shri K . M . Rathbone of 
Messts. W . A . Beardsell & Co . (Private ) Ltd ., A - Gillander 
House , Netaji Subhash Road , Calcutta , as a member of the 
Advisory Committee constituted under the notification of the 


RESOLUTION 

Nexu Delhi, the 9th June 1958 
No, 51 (1 ) / 52- H . S . ( 1 ).- - The Government of India have decided 
that the following amendment should be made in their Reso 
lution No . 51 (1 / 52- 11. 5 . (1 ) dated the lst August 1957: 

Under Members after Item 20 – 83 , the following shall be 
addled : 
34. Shri R . G . Mundkur, Managing Director Indian Handi 

craſts Development Corporation Private Ltd ., New 
Delhi. 

ORDER 
Ordered that a copy of this Resolution be communi 
cated to all concerned and that it be published in the Gazette 
of India . 

K . T . SATARAWALA , Tt . Secy. 


MINISTRY OF FOOD AND AGRICULTURE 

(Department of Agriculture) 

New Delhi, the 3rd June 1958 
No. 7- 18 / 58 -S .Cane. Instt. - In pursuance of Bye-Law XII (4 ) of the Bye Laws of the Indian Central Sugarcane Committec , 
the accounts of receipts and expenditure of the Committee for the financial year 1956 -57 , together with the Auditor s 
Certificate thereon , are published for general information . 

INDIAN CENTRAL SUGARCANE COMMITTEE 
Statement of Account for the year ending 31st March , 1957 


Receipts 


Payments 


1 . Opening Balance on Ist April, 1956 

Rs. As. P . 
Bank 

6 ,23,430 9 7 
Cash 

. 800 0 o 


Rs. As. P . 


Rs. As. P . 
6 ,24,230 9 7 


I . Expenditure out of Normal Grant 

Rs. As. P . 
( i ) Administration of the 

Indian Central Sugar 
cane Committee 

(Schedule No. 1 ) - 2 ,08,284 15 9 
(11 ) Miscellaneous 


2 Reserve Fund invested in 
Govt. Securities as on 1 - 4 - 56 

15,00 , 000 0 0 
3 . Outstanding advances on I 
4 - 56 
(i) Indian Central Sugar 

cane Committee . . 543 96 
( ii ) Indian Costitute of 

Şugar Technology , 
Kanpur 

· 1,656 76 
(ii ) Due from the Govt. of 

India for expenditure on 
Indian Institute of 
Şugar Technology and 
Bhadruk Farm after 
31- 12 - 53 . 

1, 240 66 3, 440 7 6 
4 . Normal Grant - in - aid from 
the Govt. of India for 1956 - 57 

6 ,00 ,000 O O 
5 . Development Grant from the 
Govt. of India 
(i) For Sugarcane Develop 

ment Schemes · 34 ,00 , 000 0 0 
( ii) For Cost of Cultivation 

Scheme , . . 71,681 0 0 
(iii) For Sugarcane Campaign 60, 000 0 o 35 ,31,681 OO 


a ) Bank Commission 

on realisation of 
interest on Secu 

rities II2 8 0 
( b ) Purchase of Cutter 

Planter 3 , 385 80 
c ) Publication of 

Journal 8 ,886 0 6 
( d ) Biennial Confe 

rence 377 12 0 
(c ) Ad- Hoc - Expert 
Sub - Committee 

23 ,583 11 6 
(iii) Outstanding liabili 

ties of the Indian Ins 
titute of Sugar 
Technology , Kanpur 
and Indian Institute 
of Sugarcane Rege 
arch , Lucknow . 


36 ,345 8 


0 


4 ,034 16 


6 . Miscellaneous Receipts 


( iv ) Measures taken in 

connection with work 
on research on Sugar 
cane and Gur & 
Khandsari in India 
( Schedule No. II) . 


734 ,536 0 


9 83, 200 


9 


3 


(i) Sale of I. C . S . C . Publi 

cations : 
( i ) Subscription and adver 

tisement for the Journal 
(iii ) Interest on securities , 

deposits & advances , 
(iv ) Sale of Bilari Property 

perty 
Rent, Rates and Taxes 

realised . . . 
( vi) Other Misc . receipts 


6 ,739 14 0 

961 OO 
45 ,012 II 0 
5 , 000 OO 
1 ,899 Oo 
37 90 


59 ,650 2 0 


2 . Expenditure out of Develop 
mont Grant 

(Schedule No, III ) 
Measures taken in connec 

tion with work on the 
development and im 
provement of sugarcane in 
India , 
( i) Şuga -cane Develop 

ment Scheme . . 
( ii ) Cost of Cultivation 

Scheme , 
( lii ) Sugarcane Campaign 


32 , 76 ,767 6 


0 


71,690 10 0 
57, 176 4 6 


34,05,634 4 
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1, 12 ,697 39 


conference and posits 


231 80 


3. Balance Development Grant 

for 1955 - 56 refunded . 
4 . Outstanding deposits for 

reprints of 2nd Biennial 

Conference refunded . 
5 . Advances Outstanding 

on 31 - 3 - 57 . 
(i) Headquarters office 

of the Indian Central 
Sugarcane Committee 
) Indian Institute of 
Şugar Technology , 
Kanpur , . . 


290 12 0 


654 10 


6 


945 6 6 


6 . Reserve Fund Invested in 

Govt . Securities . . 
7 . Closing balance on 31- 3 - 1957 

Bank . 


15,00 ,000 0 0 


Cash , 


; 


; 


: 


3 , 15 ,493 I 


I 


800 OO 3 , 16, 293 I I 

63, 19,002 3 1 


163, 19 ,002 3 


I 


Sd . R . S . JAIN , 
Head Accountant . 


$ d , D . M , MEHTA , 
Superintendent. 


Sd . P . P . CHANDRA , 

Secrctaty . 


The accounts have been examined and according to the best of my knowledge and in consideration of the explanation given as a 
result of Tcst audit of the account, they are correct . 

Sd . H . C . MOHANTI , 
Assistant Audit Officer . 


- - - - 


- - - 


- - - 


Rs. 


7 . 327 
31,079 


ANDHRA PRADESH 
II. Sugarcane Rescarch Scheme, Rudrur . . 

12 . Sugarcane Research Schemç, Anakupalle . 
West BENGAL 

13 . Sugarcane Research Scheme, Burdwan 
BOMBAY 
14 . Sugarcane Research Scheme, l adegarn . 

15. Scheme for Soil Extension work in Bombay - 
Assam 


2 ,807 


49 ,231 
10 , 596 


- - - - - - - - 

- 
SCHEDULE I 
Administration of the Indiun Centrul Sugarcane Committee 

1956 - 57 
I . Pay of Officers , 

29 , 562 12 0 
2 . Pay of Estublishment . 

60 , 381 10 0 
3 . Allowances & Honoraria 

(1 ) Dearness pay . 13 ,504 II 0 
( ii ) Cost of Living 

Allowances , 14,667 70 
( 117 ) House rent and 

Compensatory allo 

wance . . 10 ,583 10 0 38 ,755 120 
(iv ) T , A , of Members 5 , 829 15 0 
( U ) T . A . of Secretary 
and staff . . 

7 , 988 9 6 
( vi ) Medical allowance 

5 , 397 6 6 

19 , 215 IS O 
4 . Contingencies , . 

$ 2 ,029 5 9 
5 . Grant in aid contributions 
Leave and Pensionary 
Contributions 

3, 701 90 
Contributory Provident 
Fund Contribution 

4 ,638 0 0 
TOTAL . 2,08 ,284 15 9 


16 . Sugarcane Research Scheme, Jorhat 


9 ,675 


CENTRAL 
17 . Sugarcane Breeding Institute , Coimbatore . 


503 


Rs. . 


6 ,99 ,540 


INSECT PESTS SCHIMES 


I , Uttar Pradesh 
2 . Madras 
3 . Bombay 
4 . Bihar 
5 . Punjab 
6 . West Bengal 
7 . Andhra Pradesh 


Rs . 
6 , 258 
7 , 400 
4 ,663 
6 , 872 
3 , 340 

4 . 927 
| 1, 536 


. 


34 ,996 


34, 996 


Rs. . 
GRAND TOTAL. 


7 , 34 , 536 


19 , 282 


SCHEDULE III 


14 , 553 


SCHEDULE II 
Stalement showing the expenditure for 1956 - 57 
SUGARCANE RESEARCH SCHEMES 
Central Schemes 

Rs. 
1 . Crop weather Scheme . . . 
2 . Research on Diseases of Sugarcane at Indian 

Agricultural Rescirch Institute , New Delhi. 
UTTAR PRADESH 
3 . Central Sugarcane Research Station , 
Shalijahanpur . . . . . 

1 ,69, 325 
4 . Intensification of Sugarcoric Rescurch Scheme 

4 , 599 
MADRAS 

5 . Sugarcane Research Scheme . . . 41, 859 
BIHAR 
6 . Central Sugarcane Rescarch , Station , Pusa 

1 .97. 124 
7 . Investigation and control of wilt diseases of 
Sugarcune, Scheme, Pusa 

10 ,674 
8 . Agricultural Research Institute , Patna . 

28, 175 
PUNJAB 
9 . Sugarcane Rescarch Scheme, Jullundur 

88 ,982 
ORISSA 


17 , 00 ,000 


2,65, 980 


(1.) Development Schemes 
UTTAR PRADESH 
I . Sugarcane Development Schemes including 

scheme for construction of Paccu Roads in 

factory Areas , 
BIHAR 

2 . Sugarcane Development Scheme 
3 . Scheme for construction of Pucca Roads in 

factory Arcas . . . . . . 
BOMBAY 

4 . Sugarcane Development Scheme 
PUNJAB 

5 . Şugarcane Development Scheme 
ANDHRA PRADESH 

6 . Sugarcane Development Scheme : . 


9 ,00 , 000 


74 , 801 


45 ,018 


IO , Sugarcane Research Scheme, Bliubancsw . I . 


13 . 44 


34 , 591 
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ASSAM 
IS . Sugarcane Development Scheme 


. 


: 


3,250 /-/ 


1 ,02 , 009 


107 /6 / 


35 , 000 


MADRAS 
7 . Sugarcane Development Scheme including 

Scheme for the construction of Paccu Roads 

in factory areas . . . 
8 . Scheme for eradication of Smut and Borer 

in Karur Taluk 
MADHYA PRADESH 

9. Sugarcane Development Scheme 
IO , Şugarcane Development Scheme ( Former 

Bhopal region ) 
RAJASTHAN 

II, Sugarcane Development Scheme 
WEST BENGAL 

12 . Sugarcane Development Scheme 
KERALA 

13 . Sugarcane Development Scheme 
ORISSA 
14. Sugarcane Development Scheme . . 


36 ,281 


(u ) Cost of Cultivation Scheme 

Rs. As. P . 
1 , New Delhi . . . 9 ,009 100 
2 . Bihar . . 

17 , 225 0 
3 . Andhra Pradesh 

5 , 7500 
4 . Uttar Pradesh . , 28 . 334 0 0 
5 . Punjab . , . . 5 ,455 0 0 
6 . Bombay 

5, 917 0 

71,690 10 0 71,690 IO O 
(iii ) Sugarcane Publicity Campaign 57 , 176 4 6 

34,05,634 4 6 


9 , 720 / - / 


37 , 170 / - / 


19 , 840/-/ 


13,000/-/ 


- - 


- 


- - 


- - 


- 


- 


- 


- 


- 


- - - 


- 


- 


- 


- 


- 


INDIAN CENTRAL SUGARCANE COMMITTEE 
Indian Central Sugarcane Committee Contributory Provident Fund Balance Sheet as on the 31st March, 1957. 


Liabilities 


Amount 


Assets 


Amount 


Subscriber Credit Balance 
Own subscription including interest less 

refunds. 
Committee s Contribution including 

interest lºss refunds , 


82 ,689 O o 
71,621 3 0 


Advance to members 
Balance as per last years balance 

Sheet . 
Add Advance made during the year 

1956 - 57 . 


6,376 00 
1,500 Oo 
7,876 00 
6,370 00 
21, 365 0 0 


Lapse & Forfeiture Account . 
Interest adjustment account . 


I , 506 


0 


0 


4 , 269 40 
5 ,724 5o Less Recovery during the year . 

Interast accrued on National Savings 

Certificates upto 31st March , 1957 
Pending deposits . . . . 
Investinente (at cost ) 
Balance on the 316t March , 1957 at 
various Post Offices as per schedule 
No. S 


2 , 005 OO 
1,09 , 100 00 


33 , 327 12 


0 


TOTAL 


- 


, 


, 


1 ,67 ,303 12 


0 


Total 


. 


. 


. 


1 ,67, 303 120 


Sd . R . S . JAIN , 

Sd . D . M . MEHTA , 

Sd . P . P . CHANDRA , 
Head Accountant. Superintendent. 

Secretary . 
The accounts have been examined and according to the best of my information and in consideration of the explanation given as 
a result of Test Audit of the accounts , they are correct, 

Sd . H . C . MOHANTI, 
Assistant Audit Officer , 


INDIAN CENTRAL SUGARCANE COMMITTEE 
Indian Central Sugarcane Committee Contributory Provident Fund Account for 1956 - 57 


RECEIPTS 


PAYMENTS 


Particulate 


Amount 


Particularg 


Amount 


Oponing Balance : 3 , 76 , 570 II 0 Subscription refunded 

1, 25, 203 00 
Subscription realised during the 

Contribution refunded 
year . . . , 

, 

14 ,858 0 0 
Contribution made during the 

Refunded to the Subscribers 1, 10 ,620 00 
year . 

8 , 560 00 
Lese accounted in excess in the 

Transferred to lapse and 
last year . . . . 

178 80 8 ,381 8 0 Forfeiture account , 607 00 1, 11,224 0 0 
Recovery of advance 6 , 370 00 Advances made 

1,500 OO 
Interest Credited , . . 

6 ,635 O O Payment of Excess recoveries 
Interest recrived on advances 

900 
Interest adjustment account 

Excess recovery of advance 
paid to S . B . I, Staff 

25 0 0 
Excess of interest in hand as per 

2,947 II O 

Excess recovery of amount 
last year s balance sheet . 

of combined pests scheme 
Interest canned during the ycar 

refunded 

4 . Oo 

29 oo 
from the Post Office. 

909 60 
Interest earned on certificates acc 

Refund of Interest 
rucd upto 318t March , 1956 21, 365 O O 

Refunded to subscribers , 22 ,035 00 
Earned on encashmcat . 19 , 257 8 0 

Transferred to Lapse & 
Forfeiture account 

2600 22 ,061 OO 
40,622 8 0 
Interest accrued on certificates 

21, 365 0 0 
Les & accounted for in the last 

Pending Deposits . 

2 , 005 00 
year s bilance sheet . 29 , 107 80 11,515 O O 

National Savings Certificates 

1,09 , 100 0 
Closing Balance 

33 ,327 120 
15,372 1 0 


Part 1 - $ec, 11 
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Piculars 


Amount 


Particulars 


Amount 


- - - - 


. 


Less interest crcdited 
Commission Paid . 
Refunded to the Com 

mittee 
Lapse & Forfeiture Account 


6 ,635 00 
Il 0 0 
I 12 O 6 ,647 120 


8 ,724 50 
4 , 269 40 


TOTAL 


Total 


,25817 12 


4 , 25 ,817 12 


0 


4 ,25,817 12 


O 


S . D . UDHRAIN , Under Secy . 


(Department of Agriculture) 

RESOLUTION 
New Delhi, the 4th June 1958 


REGULATIONS AND CONDITIONS FOR THE GRANT OF: 
(1 ) Certificates of competency to Electrical Supervisors, 

certificates to Wiremen together with the necessary 

permits ; and 
( 2 ) Licences to Electrical Contractors required for the 

purpose of Sub-Rule (1 ) of Rule 45 of the I . E . Rules 
1956 , 


1 LICENSING BOARD : 


No . 7 , 7 - 15 / 67 -FYD ).-- The Government of India have decid 
ed lo set up a Committee on Fisheries Education to 
cxamine the question of existing training facilities in India 
and to consider the establishinent of a higher training insti 
tute for supervisory personnel for fisheries, The Committee 
will consist of the following : 
1. Dr. N . K . Panikkar , Fisheries Devclopment Adviser to 

the Government of India - Chairman . 
2 . Dr. G , L . Kesteven , Chief , Fishery Biology Branch , Food 

and Agricultural Organisation , United Nations , Roque 

-- Meniber . 
Two other members will be appointed to this Committee 
at a later date . 

2 . The terms of reference of the Committee will be as 
under: 
1. To review and assess the training requirements for 

fisheries personnel to man the administrative and 
executive positions in the fisheries development and 
research projects in India and for the growing needs 
of the industry. 


2 . To examine the need for higber or ancillary training 

facilities in the licld of lisheries in the light of the 
present and future requirements of the Second and 
Third Plans and of the training courses now avail 
able . 


1 . Appointment of Licensing Board . - For carrying out the pur 
pose of these regulations and conditions, the Central Govern . 
mert alall appoint a Licensing Board (hereinafter referred to 
13 " the Bourd ) representative of electrical Intcrests in the 
Pondicherry State . 
2 . Constitution of the Board , The Board shall consist of: 

(a ) the Electric Inspector who shall be the President, 
( ) the Director of Electricity who shall be the Member 

Secretary, 
( c ) one representative to be nominated by the Govern 

ment from cach of the following: 
(1) Electrical Contractors in the State , 

(11) Electric Supply Licensees in the State . 
8 . Functions of the Board . - The functions of the Board 
shall be: 
1 . to grant certificates and permits to clectrical supervi 

sors and wiremen , 
. . to deal with applications and testimonials found to be 

incorrect and to take action as may be decided on , 
3 . to grant licences to electrical contractors , 
4 . to deal with cases of incompetence , negligence or mal 

practice on the part of clectrical contractors super 
visors or wiremon and of breach of these icgulations 

und conditions, and 
3 . generally to carry out the provisions of these iegulation 

and conditions. 
NOTE . - Any decision given by the Board in the execution of 

Ils functions shall be final, 
3A , Sub- Committces. - The Board shall have power to 
appoint sub -committees , if necessary and delcgate such of its 
powers to these sub - committees as the Board considers At . 

4 . Mectings of the Board . - The Board shall ordinarlly meet 
once a ycar. The Board shall also meet for transacting any 
special business , which cannot be disposed of by circulation 
of papers . Fifteen clcar days notice of every mecting shall 
be sent to cach member by the Secretary , 

5 . Quorum . - Two members shall form a quorum at any 
mecting of the Board . 

6 . Duties of the President. The duties of the President shall 
be: – 


3 . To recommend the location , courges of study, the staff 

required and other practical details for the establish 

ment of such training institute ( insututes) . 
, 9 . The Committee s headquarters will be in New Delhi and 
the members of the Committee 111y undertake such visits to 
the Lisbcries centres and other institutes as are necessary . 

4 , The report of the Committec should be submitted to the 
Governpient of India within thre months after the consti 
tution of the full Committee , but the Comunittee should at 
an early date make interim recommendations so that these 
may be examined and suitable acalniştrative action initiated 
whenever necessary . 


ORDER 


ORDERED that a copy of the resolution be communicated to 
all State Governments, all Ministries and Departments of the 
Government of India , Cabinet Secretariat , Principal Private 
Sccretary to the President, Military Sccretary to the President , 
Prime Minister s Secretariat , Indian Trade Commissioners , All 
Indian Embassics, High Commissioner for India in London , 
Director of Commercial Intelligence and Statistics, Calcutta , 
High Commissioner for India In Pakistan , All Universities in 
India . 
ORDERED also that it be published in the Gazette of India . 

KRISHAN CHAND , Jt . Secy . 


MINISTRY OF IRRIGATION AND POWER 

ORDER 

New Delhi, the 29th May 1958 
No . EL - 111 -360 ( I) / L - The Government of India are plenged 
to approve the following Regulations and Condidons for the 
grant of competency certificates to Electrical Supervisors , Wire 
men s Certificates, and licences to Electrical Contractors , under 
sub-rule ( I) of Rule 45 of the Indian Electricity Rules , 1956 , 
for the State of Pondicherry . These Regulations shal} take 
cffcct from the 1st January , 1959. 


( 1) to preside over all meetings of the Board unless pro 

vented by reasonable cause , and 
( 2 ) to grant licences to clectrical contractors, and certid 

cates and permits to electrical supervisors and wire 

men on bchalf of the Board . 
7 . Chairman of the meetings .- The President, and in his 
absence , guch one of the memberg present 28 may be elected 
by the meeting , shall be the Chairman of the meeting . 

8 . Duties of thc Secretary.- The duties of the Secretary 
shall be: 
1, to scrutinize all applications for certificates and permits 

for electrical supervisors and wiremen and carry on 

correspondence in conncction therewith , 
2 . to scrutinise all applications for electrical contractor , 

licences and submit the game to the Praident and 

carry on correspondence in connection therewith , 
8 , to countersign Licences to electrical contractory at the 

time of their renewal . 
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4 to suspend licences, peimily or take such disciplinaty 

15 Cluciul Contractor to keep struments in good order . 
action as the 112lure of the casc wariants , after oblain An electrical contractor LO wliom a licence in form E is granted 
ing the consent of thic Picsident, 

shall keep the itistruments necessary for carrying out the tests 

Ilquiel undei tlic Indian Elecliiuly Rulcs, 1956 in good order. 
5 to manitain register of licensed electrical contractuts , 
superviso14 und wireuen holding permits , 

16 Cancellation of Contractor s Licence . ( a ) If the holder of 
0 to notify all clectric supply undertakings concerned the 1 competency ucrtificatu , on the strength of whosc periut d 
licences and permits issued and /or cancelled , 

Lil _ nice day becii granced to an Electrical Contractor, leaves 

the services of such contractors , such contractor s licence shall 
7 to discharge such other functions as may be authorised 

be deciacd to have been suspended . Should such contractor full 
by the Board 

to cmploy a person holding a competency certificate and the 

pcrmit withi Olic month from the date on which the holder 
II CERTIFICATES AND PERMITS 

of the competency certificate has left such contractor s service , 
9 Grant of Certificates and permits to wircmcn .- - ) Qualifi 

such contracLOT N licence shall be cancellcd . 
cacions. - Every candidate who has passed the cortilcatc cxd 

The Secretary may, with tlic approval of the President, ex 
mination in electrical Wiring conducted by one of the Poly 

tend this period to i juaximum of two monthy in extraordinary 
icchnicy of the Government of Madras or has an equivalent or 

CARCA . 
higher qualilication from any other recognised technical 113841 
tule acceptable to the Board shall be eligible for a wirenian s ( b ) If a holder of w Supervisor s perimt tu whom a contrac 
ccruGcale and permit and shall be granted the certificate and Lor s licuiicc has been granted , accepty cuployment in any 
permit in form C ( a ) and respectively 

other firm , the contractor s liccuce granted to such holder shall 

be automatically cancelled . 
Provided that the Board may in the initial stages exempt 
from passing the electrical wiring Certificate examination 

17 Notice of termination of service of supervisors to be given 
senior wiicmcn already in the trade who have not less than by thc clcctrical contractor and gupervisors. - If a Supervisor s 
10 years experience after examining each such casc 

competency certificate holder in the cmployment of a licensçd 
(b ) Application . - An application for the certificate shall be 

clectic contractor leaves his servicc thc tcrmination of such 
made to thc Sccictary in FUIM A . 

Service Logellier with his name and thc coinpetency crolificato 

and thc pcimit number shall be notilied to the Secretul y both 
(c ) Grant of Certificate of competency and permit to Super by thic electrical Contractor , and the certificate holder 
viso18 

18 When Contractor s liccncc shall not be granted . A con 
Qualifications - Lycry candılate who holds an LCE 

Lactory licence shall not be granted to any holder of a supervi 
cliploma of the Technological Diploma Examination 

soi s pcrmit whilst he is in thc cmploy of Jny other ſirin 
Board , Madias Os has successLully undergonc an equi 
valent or higher course in electrical engineering accept 

19 When contractor s licence may be cancelled . Board Day 
ble to the Board from any other recogrised technical ut any timc cancel a contractor s licencc if the person to whom 
institutc and hay al last one year s practical expciicnce thc liccncc is granted is , in the opinion of thc Board not fit 
111 actual clectical installation work , shall be eligible to hold such licence . 
for supervisors competency certificate and peimit 
The competency cultilicate and permit for supervisors 

20 Inypcction of Instruments. - All testing instruments in the 
shall be granted in forms B (a ) and B respectively . 

possession of every clectrical contractor shall be produced from 

time to time bclorc thc Electric Inspector or his representative 
Provided that the Board may exempt from the holding of fui necessary inspection or testing. 

thc LEE Diploma or such qualifications very senior 
men having matriculation or equivalent qualification 

21 Staff of contractor. The entire taft of cvcry liceuced 
and supervixory expcrierice in actual electrical installa clectical Contractor shall consist of bonafide hollers of compe 
llon work for at lejst 10 years , after examining cach Lency ceruficates and full time employees 
Auch case . 

Provided that contractor may engage apprenticcs for training 
(d ) Application . - Application for the competency certificate 

in which cave the total number of apprenticcs employed by 
shall be made to the Secretary In Form A 

him at any time shall not excecd 25 per cent of his total 
10 Renewal of permits granted to Llectrical Supervisors and 

wiring ylaft , inclusive of apprentices, but exclusive of coolies, 
Wiremen - Every pennit granted to a supervisor or a wiieinen 

and protileil further that the contractor shall not permit puch 
under thcsc rcgulations and conditions shall be renewable 

apprentices to carry out any electrical installation work , inclu 
annually Failure to renew any such perinit shall render it 

ding additions , altcrations , repairs and adjustineuts to existing 
liable to cancellation and thc full initial fee shall be charged 

installations (oicicd by yule 45 of the IC Rules 1956 except 
for the issue of a new permit Applications for renewal 

under the direct supci vision of person holding a certificato 
together with the permits shall be submitted to the Secretary at of competency and under the guidance of at least onc certified 
least one month before the date oť expiry 

wilent on the premises 
il Withdrawal or suspension of permit – Lvery permit grant 

Every contrx tor shall maintaln an up to date register in 
ed under these regulations and conditions shall be liable to 

Form T ol all supervisors , wiremen and apprentices and 
be withdrawn or suspended for such penod as the Board may 

il shall be open to inspection at any time by the Electrical 
decidc, if the holdler thereof 18 found guilty of any malpractice 

Inspector or lus representativc , to whom a copy of such register 
under those regulations and conditionis 

duly signed by the contractor shall be supplied 
12 Grant of duplicate certificate or permit . - A duplicate of 

No personi , wliosc namc is not entered in such ToyStor sball 
certificate or permit granted under these regulations and conclı 

be considered to be a bonunde cmployee on the Contractor s 
tions shall be issue on payment of the prescribed fee and on 

witing staff , 
production by the upplicant of proof of loss of the original 

22 Mode of Contract. – Evcıy contract for electrical installa 
certificate or peimit together with the latest copy of his photo 

tion work undertaken by a licenced electrical Contractor shall 
graph to the satisfaction of the Sccretary . A duplicate of every 

be in writing , and the licenced electrical contractor shall be 
ccrlificate and permit granted under these regulations shall be 

lıcld responsible for the quality of all material used 
recorded in the office of the Secretary 
III LICENCT TO TITANICAL CONTRACIONS 

29 Notice of commencement of work . - Notice of electric ing 
18 Appliation for Contractor s Licence . - Applications for a 

Lallation work , including additions , alterations, repairs and 

alljustment to cxisting ustallation except yuch replacement of 
contractor 9 Licence shall be made to the Secretary in Form " D " 

lanps , fans, ſuscs , switches and other component parts of the 
14 Grant of Electrical Contractor s Licence - An Electrical 

installation av in no way alters its capacity or character, shall 
Contractor s Licence shall be granted in Torm " E " only to 

be given in writing by a liçenced electriral contractor to the 
guch person wlio qutisies the Board that - 

Flectric Inspector within 48 hours of the commencement of 

such work 
(a ) he has in his possession the following - 

4 Test Report, - for all electric installation work carried out 
( 1) One insulation resistence tester , 500 volts , 

under rulc 45 of the IE Rules, 1956 , test report shall be 
( 1l ) One ammeter for dial portable type, 

yubmitted by the licenced electrical contractor to rle Electricity 

Supply Authoritics convenied and to the Electric Inspector . 
(111) One voltmetci 6 " dial portable type , 

Ihc tcst report shall be signed by the Supervisor under whose 
(iv ) One carth resistance tester ( preferable but not 

supei vision the work has been wrried out and countçisigned by 
essential) . 

the licensed electrical contractor The supervisor shall be 

wholly responsible for the work and shall be present at the 
(b ) he (1) either himself holds a certificate of competency 
and permit and personally exccutes or supervises all 

time of testing 
work undertaken by him , or 

25 Register of contractors. - A register of all licensed clectrical 
( ll ) has in his employ an electrical supervisor holding a 

contractors togсther with the staf employed by them shall be 
certificate of conipetency and permit under whose direct 

maintained by the Secretary . 
supervision all work undertaken by him is carried out. 

26 Renewal of contractor s licence . - Ever electrical contrac 
Provided that the Board may refuse to grant such licence to tor s licence granted under these regulations and conditions 
any poişon who in tlic opinioni of the Bourd 18 not fit to hold shall be renewablc annually lailure to renew licence within 
suchi licence . 

me shall icnder such licence liable 1 ) cancellation , and the 
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full initial fce as in paragraph 38 ( iii ) (a ) shall be charged for 

FORMA 
the issuc of a new licence . Applications for rencwal together 
with the original licence shall be submitted to the Secretary at Application for grant of certificate and peripit for Wiremen / 
Icast onc month before the date of expity of the licence. 

Supervisors . 

( to be filled in English ) 
27 . Grant of duplicate of contractor s licence - A duplicate 
copy of electrical contractor s licencc gtiinted under these regu 1. Full name and address of the applicant ( in block letters) 
lations and conditions shall be issued on payınent of the 

2 . Date of birth and ge. 
prescribed fee ag in paragraph 33 (vi) au oil production by 
the applicant of proof of the loss of the original licence to the 8 . Details of technical qualifications & cxaminations, if any , 
yallsfaction of the Secretary . 

passed by tlie applicant. (Certificates in original to be enclosed 

for reference and return ). 
| 28 . Change of name of electrial Contractor . - Any change in 

4 . Details of past and present experience 
respect of the name of the clectrical contractor to whom the 
licence is granted would be allowedl on payment of the presctib 5 . Have you inade any previous application in Form A ? 
¢d fee 24 in paragraph 93 (V ) . Provided that such change docs II so , state reference fiutuber and date . 
not involve a transfer or an assignment of the licence to another 
person . 

Bust photograph size 3 " x 2 " of 

the applicant takon not carller 
IV . MISCONDUCT OF LICENCED CONTRACTORS, SureRVISORS AND 

than thrcc month from the 
WIREMEN : 

datc of application . 

I request that I may bc granted a Wiremen s / Supervisor s 
29 . Report of negligence . - Where in the opinion of an clectric Certificate and Permit. 
supply undertaking or of a person for whom any clectric ing 
tallation work has been caricd out, thc work is not carried out 

I hereby declare that the particulars stated above arc cor 
in accordance with thc I. E . Rulcs, 1956 , thc maticr shall be rcct and true to the best of my knowledge . I attach a crossed 
teported to the Electric Inspector concerned for such action Indian Portal Order No. . . . . . . . . . . . . . . . . dt . . . . . . . . . . 
as may be (leemeil necessary by him . 

for Rs.. . . . . . . . . . . . . . . . in favour of Member -Secretary , Liccns 

ing Board , Pondicherry, payable at Pondicherry Post Office. 
30 . Malpractice of infringement of Regulations and condi 
tion to be reported . If any person holding a permit and / or 

Signaturc (or thumb impression of the applicant) . 
an clectrical contractor s licence is found guilty of malpractice 
oi infringement of these regulations and conditions, the Electric 

In the presence of. . . . .. . . . .... . . . . .. . . Signature di designa 
Inspector concerned shall report the fact with full investigation 

tion of witnices. 
to the Board for such action as may be deemed necessary . 

Dated 
V . ELECTRICAL SurrLY UNDERTAKINGS CARRYING ON TIT BUSINESS 

(Reverse ) 
OF ELECTRICAL CONTRACTORS: 

NOTES ( 1 ) The application must be signed in the presence 
31 . Supply undertakings to obtain contractor s licence . - No 

of thc cmployer, an Hotiorary Magistrate or . Gazelled Govcro 
electric work shall be carrieil out by ariy electric supply under 

ment Olliccr. 
takings unley they have obtained an Electrical Contractor s 

( 2 ) Two copics of a hugt photograph of the applicant. 3 
liccncc and cmployed a scparate staff of supervisory and wire inchics by 2 inches, taken not carlicr than thrce months from 
ineri, in compliance with thcsc rcgulations and conditions: 

the late of pplication and applicant s signature or thumb 

impression in triplicate 011 1 separate sheet must be enclosed . 
Provided that where the scrviccs of a licensed electrical 

( 9 ) Certificate cxamination in clcctical wiring conducted 
contractor are tiot available to the public in the area of supply 

by the Madras Government polytechnic or any cquivalent or 
of an clectic supply undertaking , the licensing Board may 

higher eximination approved by the Board will be the 
exempt such elcctric supply undertaking from the obligation 

Minimun technical qualification required for the grant of cer 
of appointing a separatc staff of electrical supervisors and 

tificate to Wiremen . The Board wi] t also consider applications 
wiremen for a period of onc ycar at 3 timc. 

for wireman s certificate , from meni in the trade with ten years 

cypericncc in clectrical wiring work and may cxcmpt then froin 
92 . Cancellation of licence granted to electric supply under 

the technical qualifications required , 
taking. - An clcctrical contractor s licence granted to an electric 
supply undertaking shall be liable to be withdrawal by the 

(4 ) Diploma in Electrical Enginccring obtained from the 
Board if it is found that preferential trcatment is being given I cchnological Diploma Examination Board , Madras, or 
to prospective consumery with a view to gain an unfair advan cquivalent qualification from any other recognised institute or 
tage in conpetition with local contractors. 

successful training in electrical engineering in any cquivalent 

or higher course acceptable to the Board and at least one year s 
VI, FFF4 ; 

practical experience in actual electrical installation work will 
be the minimum qualification required for grant of certificate 

of competency to the Supervisory. 
39 . Thc followiny fees shall bc lcvied under these regulations 
and conditions for 

(5 ) The Board shall also consider application for supervisors 

certificate from Senior en laving inatriculation or equiva 
(i ) Grant of certificatc and pcrmily Lo candidates who are 

lent qualification and supervisory cxpcricncc in actual electrl 
excmpted from the examination : 

cal installation work for at least 10 ycars . 
( a ) Supervisors - Rs. 10 . 

(6 ) The fee for Supervisor s certificatc is Rs. 10 / -, for 
(b ) Wirctrien Rs. $. 

wiremen s certificate is Rs. 8 /- , 
(II) Duplicate copy of certificatc or permit: 

FORM B 
(a ) Supervisors , Rs. 5 . 
( b ) Wiremen - Rs. 2. 

(printed in Book Form ) 
( lit) Contractor s licence : 

Ist Page 
(a ) Initial fcc -- Rs. 100 . 

GOVERNMENT OF INDIA 
( ly) Annual renewal fee- Rs. 25 . 

Permit for Electrical Supervisors, Pondicherry State 
(iv ) Annual renewal of permits : 

(Authorisel by Government of India ; in the Ministry of 
frrigation and Power Notification No . 

dated 
( a ) Supervisor s permits - Rs. 3 . 

2nd Page 
(b ) Wiremen s permit - Re. l. 

Name . . . . . . . . . . . . . . . . . . . . . . . 
( v ) Change of name of the contractor - Rs. 25 . 

Date of Examination . . . . . . . . . . ... . . . . . 
(vl) Duplicate copy of the licencc - Rs. 10. 

Place of Examination . . . . . . .. 
VII. GENERAL : 

No . and date of certificate of 

competency . . . . . 
31. Printed copies of the regulations may be obtained on 
payment of lifly niya par from the Member -Secretary , Licons 

3rd Page 
ing Board C / O Director of Electricity , Electricity Department, 

Photograph with the Signature of the President of the 
Pondicherry. 

licensing Board . 

4th Page 
Form of application , for contractor s licence and for grant of 

This petinit allows the holder to supervise and carry out 
certificates and permits to qupervisors / wiremen may be obtained electric installation work subject to thc conditions mentioned in 
from the Member- Secretary , Licensing Board C / O Director of the regulations and conditions issued hy the Government of 
Electricty , Electricity Department, Pondicherry, 

India ; Ministry of Irrigation & Power under Notification No 


No. 


NIC 
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- 
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dated . . . . . . . . but docs not allow him to undertakc electrical 
contracting work unless he holds a contractor s licence . 
5th Page 


Directors as the case may be. 

If a contractor s licence has been previously granted , details 
to be given . 

Previous experience with Licensed Electrical Contractor. 

Details of supervisors competency certificate and permit held 
by the applicant. 


Dite of Renewal | Date of Expiry 


Signature ofMember 

Secy . 


Details of supervisor s competency certificate and permit 
holder on the strength of whose permit the Contractor s licence 
is applied for , 


Fce Paid into thc Government Trcasury . Challan No. . . . . . . 

Dated .. . . . . . . . . . . 

for Rs. 100 / - ( to be 
forwarded with the application .) 


(Name of place and account No, to be filled in by Member 
Secretary ) . 


Note : - The applicants shall , if required by the Secretary , 
Licensing Board , produce evidence of solvency and capability 
to undertake wiring works. 


I /We. . . . . . . . . . . 

. . . . . . . . . . . . . . . hereby declare that the 
particulars stated above are correct to the best of my / our 
knowledge and that I /We fully understand thc terms and 
conditions under which an Electrical Contractor s Licence is 
granted , a breach of which will render the Licence liable for 
suspension or withdrawal . 


This permit is to be carried on the holder s person . 

FORM B (a ) 

No .. . . . . . . . 

GOVERNMENT OF INDIA 
Certificate of Competency - Pondicherry State 
(Authorised by Government of India , Ministry of Irrigation & 
Power Notification No . . . . . . . dated . . . . . . . . ) Shri . . . . . . . . having 
satisfied the licensing Board that his qualifications entitle him 
to exemption from taking the prescribed examination for elec 
trical supervisory is hereby granted this Certificate of Com 
petency . 
Dated 

195 . 

President Licensing Board . 

Secretary Licensing Board . 

FORM C 
NO . . . . . . . . . . . . . . . . . . . . . 
(Printed Book form ) 

GOVFRNMENT OF INDIA 
Permit for Wiremen , Pondicherry Statc 
(Authorised by Government of India , in the Ministry of 
Irrigation and Power , Notification No . dated 
2nd Page 

Namc 
Date of Examination : 

Place of Examination : 
3rd Page. 

Photograph with the Signature of the President of the 
Licensing Board . 
4th Pagc. 

This permit allows the holder to carry out wiring work 
only , subject to the conditions nicntioned in the regulations 
and conditions issued by the Government of India , Ministry 
of Irrigation and Power , uncler Notificatian No . dated 

but does not allow him to undertake supervising or 
electrical contracting work . 

This permit is to be carried on the holder s person . 
Secretary, Licensing Board . President, Licensing Board . 
5th Page 


I/ We. .. . . . . . . . . . . .... . . . . hereby also declare that I / We 
havc in My our possession a latest copy of thc " Regulations 
and Conditions for the grant of certificates of Competency and 
Permits to Supervisors and Wiremen and Licence to Electrical 
Contractors and other matters connected therewith " and that 
I /We shall notify the Secretary , Licensing Board , every change 
of access. 


Signature 


Signature of Partners . 


N . B . Any person who make , procures to be made, or 
aggista in making any falsc representation for the purpose of 
obtaining for himself or any other person an Electrical Con 
tractors Licence shall render himself liable for prosecution , 


FORM E 


No. 


- 


- - 


GOVERNMENT OF INDIA 


Date of Rençwal 


Date of Expiry 


Signature of Member 

Sccy , 


Licence of Elcence of Electrical Contractors - Pondicherry State 


(Authorised by Government of India , Ministry of Irrigation 
and Power . Notification No. - - 

- dated 


Mr 


- - 


- 


Messrs . 


FORM C ( a) 


No . 


Is / arc hcrcby authorised to carry out electric installation 
work in the Pondicherry State subject to the conditions men : 
tioned in the regulations and conditions issued by the Govern . 
ment of India , Ministry of Irrigation and Power under Noti 
fication No . 

- - dated 


Dateil 


195 . 


Prezident 
Licensing Board . 

Secretary 
Licensing Board . 


GOVERNMENT OF INDIA 
Wiremen s certificate , Pondicherry State 
(Authoriscd by Government of India , Ministry of Inriga 
tion & Power Notification No . 

datel 
Shri 

having satisfica the Licesing Board that 
hls qualllications entitle him to exemption from taking thc 
prescribed Examination for wirchen , ly hereby granted this 
wireman s certificate . 

President Lirensing Board . 
Dated 

Secrctary Licensing Board . 

FORM D 
Application for an electrical contractor s licenco 

( To be filled in Englista ) 
Name (title in which an Electrical Contractor s Licence is 
applied for). 
Business address 

Full name, home address and agc / ages of thc Proprietor or 
partners or 


Date of Renewal 


D te of Expiry 


Member/ Secy s initials 
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FORM F 


No - - - - 


GOVERNMENT OF INDIA 


Register of Supervisors, Wiremen - Apprentices Pondicherry 

State 


(Authonised by Government of India , Ministry of Irrigation 
and Power , Notification No -- - - - - - dated - - - - - 


Note -- This certificate should be granted only to persons 
who are or have been actually employed on electrical wiring 
and installation works and whose names are entered in the 
Register of the wiring staff maintained by every Licensed Con 
tractor 

Note - 2 The 199uc of 2 false certificate will render the 
Licensed Contractor and the person concerned liable for action 
under the Regulationg and conditions for the grant of certifi 
cates of competency and permits to supervisors and certificates 
and permits to wiremen and Licences to Electrical Contractors 
etc 

Note _ 3 The employer or the Licensed Contractor shall , if 
required by the Secretary Licensing Board be responslble for 
producing documentary evidence regarding the applicant s 
employment 

N . 9 VASANT, 
Officer on Special Duty 


$ 1 
No 


Nam of 
En loyee 


Wiring Staff 


1 


- 


- 


4 - - 


Su Tervisor s 

Non certifi , ed 
permit No , Wremen s wir men nd 

permit No , a prentices 


RESOLUTION 

New Delhi, the 22nd May 1958 
No . DW V .830 ( 1) / 56 - In continuation of the Ministry s 
Resolutions No DWV 530 ( 1) / 56 , dated the 12th April, 1957, 
the 28th October , 1957 , and the 20th January , 1958 , the Gov 
ernment of India have permitted the High Level Committee 
on Foods to submit Volume II of their report by the 81st 
August, 1958 


- - 


- 


Date of 


Employment, Dsch rge 


Rcm rus 


ORDIR 


Ordered that this Resolution le communicated to all the 
State Governments , the several Ministries of the Government 
of India the Comptroller and Auditor General of India , the 
Prime Minister s Secretarial the Secretary to the President 
and the Planning Commission 

Ordered also that the Revolution hc published in the 
Gazetted of India for general infoimation 


- 


- 

- - - - - - - - - - - - - 
Certificate to be granted to Flectrical Staf 212 conner lion 

with the grant of Supervisors / Wireman s Certificate 


ISIVASANKAR , Sccy 


MINISTRY OF LABOUR AND EMPLOYMENT 


(Directorate General of Resettlement and Employment) 


New Delhit the 6th June 1958 


Name 
Designation 
Date of employment 
Nature of work 
Date of leaving 
Attendance 
Conduit 
Remarks 

I hereby declare that the particulars stated above are COTICCE 
and true to the best of my knowledge 

Signature of employer 

or Licensed Electrical Contractor 
Date 


No NCT -2 (8 ) /18 - For entiy 11 in the Ministry of Labour 
and Employment (Directorate General of Restilement and 
Employment) Notification No NCT / TP 41 /57 , dated the 24th 
May, 1957 published in the Gazette of India , Part I Section 
I dated the 1st Junc 1957 substitutc - 


( E 


" Shri A V Venkatcswaian , Financial Advisel 
representating Ministry of Finance" 


RAJNATH , Director of Training 


